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19 November 75 



Mr. Emory L. Brown, Jr. 

Box 82 Squankum Road 
Howell, New Jersey 07731 

Dear Mr. Brown, 

Thank you for your letter of 15 November. . 

I have used both a 16mm and a super 8 camera at the 
usual 18 or so frames per second, (to simulate the Zapruder 
film) , but a 16mm is better and could be run as fast as the 
camera will go. Actually, the slower you go, the fewer 
frames will be used to tell your story, if you anticipate 
making prints to show to groups. 

Melons do not work if you use fully-jacketed ammunition. 
It is better to stuff your skulls with calf brains mixed with 
white paint, so the jet will show. 

In order to be sure we hit the skulls at the exact spot, 
we moved up close (30 feet) , since they were too hard to pre- 
pare, for us to risk' a "miss" of the exact impact point. ' If 
you don't duplicate it exactly, you don't get the effect. 

The magnitude of our general "blast" of brain tissue was 
due to the lack of a scalp on our heads, I believe. 

One of the things hitting the pavement behind the car 
may have been fragments of a branch from the oak tree, after 
Shot No. 1. 



Oswald was a cold-blooded customer, with many evidences 
of cool performance under stress. He did not bother with emotion. 

I found "dry-firing” to be the most important single factor 
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in acquiring dexterity with our Carcanos and used '’bore- 
sighting" exclusively to line up the telescopes. It is 
so easy to place a strip of tin along side the scope to 
"'shim" it into line that I am surprised at all the fuss. 

Josiah Thompson lied in his teeth when he said he 
had seen our movies. Also, he has the wrong telescope and 
has never fired his rifle. 

I will keep you posted if anything comes up. 




John K. Lattimer, M.D., Sc.D. 
Professor and Chairman 
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